autonomous entries in our outline those important composites that treat themes or 
topics not contributed by the Mishnah-tractate. 


I. YERUSHALMI SUKKAH 1:1 


[A] A SUKKAH WHICH IS TALLER THAN TWENTY CUBITS IS INVALID. R. JUDAH 
DECLARES IT VALID. AND ONE WHICH IS NOT TEN HANDBREADTHS HIGH, ONE 
WHICH DOES NOT HAVE THREE WALLS: 


1. I:1: [The following discussion serves M. 1:1A: A sukkah which is 
taller than twenty cubits is invalid. R. Judah declares it valid, and also 
M. Er. 1:1A: The entry to an alleyway which is taller than twenty 
cubits must be lowered. R. Judah says, “It is not necessary to do so; (it 
is valid to serve as a doorway and so symbolically to link the dwellings 
within into a single domain for purposes of carrying on the Sabbath).”’] 
R. Yosé stated what follows without specifying the name of an 
authority; R. Aha in the name of Rab: “Rabbis derive the requisite 
dimensions from the analogy of the doorway of the Temple building, 
and R. Judah, from the measurements of the doorway of the Porch 
(ulam) leading to the interior of the Temple.” If the measurement 
derives from the doorway of the Porch, then it should be sufficient 
even if it is forty cubits high. For we have learned there: The entrance 
to the Porch was forty cubits high. and its breadth was twenty cubits 
[M. Mid. 3:7A]. R. Hiyya taught: “[It is valid in Judah’s view] even if 
it is forty or fifty cubits high.” Bar Qappara taught, “[It is valid in 
Judah’s view] even if it is a hundred cubits high.” 


2: 1:2: [What is the reason that sages declare a sukkah taller than twenty 
cubits to be invalid?] In the case of a house a good bit taller than this, 
is it possible that it does not require a parapet? [If the sukkah is 
analogous to a house, then if a sukkah is invalid at the specified height, 
do houses also fall from the category of laws governing dwellings at 
that same height?] Is it not liable to have a mezuzah [on the doors]? 
[The difference is this:] A house is roofed over, and a sukkah is not 
roofed over. 


3: I:3: [As to the invalidity of a sukkah more than twenty cubits high,] R. 
Ba in the name of Rab: “That applies to a sukkah that will hold only 
the head and the greater part of the body of a person and also his table. 
But if it held more than that, it is valid [even at such a 
height].” [Giving a different reason and qualification,] R. Jacob bar 
Aha in the name of R. Josiah: “That applies [further] when the walls 


